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Message Text 


UNCLASSIFIED 

PAGE 01 HONG K 14285 090540Z 
15 

ACTION SY-05 

INFO OCT-01 EA-09 ISO-OO /015 W 

053486 

R 0901 5 8Z DEC 76 
FM AMCONSUL HONG KONG 
TO SECSTATE WASHDC 3006 
INFOR AMEMBASSY MANILA 
AMEMBASSY TOKYO 

UNCLAS HONG KONG 14285 

DEPT FOR SY/T; MANILA FOR HACKL; TOKYO FOR TATUM FROM OIC/RTC 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: STATION D WIRE 

REF: (A) MANILA 18937; (B) MANILA 15042 (NOTAL) (C) HONG KONG 11343; 

(D) HONG KONG 8086 

1 . SINCE JULY 9, 1976 OIC HAS MADE FOUR REQUESTS TO SY/T FOR 15 
BOXES (500' EACH) OF STATION D WIRE. THE BULK OF THIS WIRE WAS TO BE 
USED ON TOKYO NOB PROJECTS WITH SMALLER AMOUNTS TO BE DISTRIBUTED TO 
OTHER TSOS. TO DATE NO WIRE HAS BEEN RECEIVED. TO COMPLETE THE 
TOKYO PROJECTS FIVE ROLLS OF WIRE WERE BORROWED FROM THE RCO, MANILA, 
WITH THE UNDERSTANDING THAT IT WOULD BE REPLACED. THE REMAINING WIRE 
WAS PROCURED LOCALLY IN MANILA AND TOKYO, AT COSTS FAR GREATER THAN 
FOR W.E. WIRE AND WITH A SACRIFICE IN SIZE AND QUALITY. PRESENTLY 

ALL TSO S IN THIS REGION HAVE LITTLE OR NOT WIRE ON HAND TO MEET 
FORTHCOMING EMERGENCY PROJECTS. 

2. REALIZE SY/T HAS BEEN EXTREMELY BUSY DURING REORGANIZATION AND 
RECENT MOVES AND THIS REQUEST MUST NOT BE INTERPRETED AS BEING 
CRITICAL OR NAGGING, BUT IF POSSIBLE WOULD APPRECIATE DISTRIBUTION 
OF STATION D WIRE AS FOLLOWS: 

(A) 6 EACH 500' ROLLS TO EACH TSO IN CANBERRA, BANGKOK AND TOKYO. 

(B) 10 EACH 500' ROLLS TO TSO MANILA. 

(C) 8 EACH 500’ ROLLS TO HONG KONG. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 09 DEC 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976HONGK14285 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760454-1144 
From: HONG KONG 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19761259/aaaabyrf.tel 

Line Count: 52 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: 76 MANILA 18937, 76 MANILA 15042, 76 HONG KONG 11343, 76 HONG KONG 8086 

Review Action: RELEASED, APPROVED 

Review Authority: wolfsd 

Review Comment: n/a 

Review Content Flags: 

Review Date: 03 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <03 JUN 2004 by hattaycs>; APPROVED <03 AUG 2004 by wolfsd> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: STATION D WIRE 

TAGS: ASEC 

To: STATE MANILA 

Type: TE 
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